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A SUBSIDIARY OF (3ENERAL PRECISION EQUIPMENT CORPORATION 


03 BEDFORD ROAD, PLEASANTVILLB , NEW YORK 


January lli, 1958 
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Headquarters Detachment 
Bolling Air Force Base 
> Washington 25, D. 0* 

25X1 A Attentions 

Subject: Contract HF-6701 




Gentlemen: 

In confirraation of our telephone conversation of January 10, 1958, it is 
understood that the costs incurred for the repair of units returned to this 
company and for additional spare parts and tools for subject contract will 
be considered allowable costs under the contract at the time of redetermination. 
It is further understood that the contract ceiling will be adjusted if necessary 
to accommodate these costs* 

We shall keep you advised periodically of our estimate of costs for the tasks 
to be performed under’ this portion of the contract* 
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LIQRASCOPE, INCORPORATED • iTlWK AVIATION, INC, • NATIONAL THEATRE SUPPLY COMPANY • ' P L E AS AN T V I L L E INSTRUMENT CORPORATION • SHANO AND JUR9 CO. 
SIMPLEX EQUIPMENT CORPORATION • SOCIETY FOR VISUAL EDUCATION INC. • THE STRONG ELECTRIC CORPORATION • THEATRE EQUIPMENT CO N f R X'fT & C'O Rp ORATION 
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BHAND AND JUR9 CO. 






